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TELEFAX MESSAGE 


Dr Douwe de Boer 

Department of Clinical Chemistry 

University Hospital Maastricht 

Maastricht, The Netherlands 

tel: +31-43-3876696 

fax: +31-43-3874667 

e-mail: ddb@klinchem.azm.nl 


To: 


Prof. Jacques de Ceaurriz 
LNDD 


Telefax number: 


+33-1-46 60 30 17 


Subject: 
Date: 


B-sample analysis 
02-08-06 


Number of pages: 


(including front page) 


Dear Prof. Ceaurriz, 

Yesterday, I tried to send you an e-mail message which was returned without a successful 
delivery. 

Today, I send you a copy of that message by fax. 

With kind regards, 


Li 
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